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Metro Richmond Zoo 
8300 Beavar Bridge Road 
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METPO RKriMOhOZOO 

Tyije' ROUTINE INSPECTION 
Dale’ J(Jrt-1O-20i14 


Customer ID’ 2409 
Ceftrficate’ 52'C'Ca23 


This was a focused inspection, Only the camels ar>d chimps wece inspected, Thefe were no non-oomplianoes 
identitiad and an exit inter^w was conductad wi|h Ihe owner. 
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DORIS T H ACKWORTH , □ V M U&DA , APH IS. Animal Care 

VETERINARY MEDICAL OFFICER Inspector £029 
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